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Dallas theater saved 

The Dallas movie theater where 
Lee Harvey Oswald was captured 
foUowmg the assassination of Presi- 
dent John F Kennedy has been 
saved from demolition. The Italian 
renaiisanoe-styie Texas Theatre 
was built by billionaire Howard 
Hughes and opened in 1931. But 
the fate of the building had been in 
doubt since United Artists The- 
atres Inc closed it in December for 
financial reasons. This week, UA 
agreed to sell it to the Texas The- 
atre Historical Society for 
S175,000. 


